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The ability of lymphoscintigraphy to direct sentinel 
node biopsy in the clinically NO neck for patients 
with head and neck squamous cell carcinoma, 950 

No radiation protection reasons for restrictions on '*C 
urea breath tests in children, 982 


Paediatric Radiology 

Bone complications in children with Gaucher disease 
(Chapter 4), A37 

lodixanol in paediatric gastrointestinal imaging: safety 
and efficacy comparison with iohexol, 127 

The role of MRI in the evaluation of hip joint disease 
in clinical subtypes of juvenile idiopathic arthritis, 
229 

Spinal ultrasound in infants (Pictorial review), 384 

A practical demonstration of improved technique 
factors in paediatric fluoroscopy, 596 


Oncology 

Functional imaging for assessment of therapy, S67 

Orbital metastasis from gall bladder carcinoma (Case 
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